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THRU THE EDITOR’S GLASSES 


Fourteen hundred members are still delinquent for 1940. Your editor 
started out to write that he would have fourteen hundred less readers for 
the April issue but on second thought he decided that he was entirely too 
optimistic about the number of his readers!! Maybe there are fourteen 
hundred unread copies now even after Jim Farley’s men deliver the copies 
to the address indicated on the envelopes! 

es 


While we are on the subject of reading this valuable little publication 
(adv.), let me ask you a question. Is the Journal of any service to you? 
If it is—and you are one of those unfortunate habitual readers—do you 
tell your dental supply dealer and your laboratory about it? If he adver- 
tises, read his message—buy his products or his service, and tell him about 
it. If he does not advertise—ask him why he doesn’t. 

The Journal should have severa! more pages of advertising. More 
dealers and laboratories will advertise if it pays them to do so. But you 
can not expect them to duplicate their advertising coverage. 

Your editor believes very strongly that there should be only one bulle- 
tin or journal published by the state society or by any of its component or 
branch societies, if we expect the dental trade to fully support us by their 
advertising messages. Enough advertising to pay the cost of publishing a 
creditable state journal could be easily secured if there were only one pub- 
lication. At the present time there is too heavy a drain on the sympathies 
and finances of the dealers and laboratories. 

Any component society may have all the space they need in exchange 
for the discontinuance of their own publication. At least one other state 
does this to the apparent satisfaction of all concerned. 

If the present editor is not acceptable to the majority or if a more 
capable man can be secured, there will be no difficulty getting rid of the 


present incumbent. 
e 


TO DISTRICT SECRETARIES 


The April issue of THe JouRNAL of the AMERICAN DENTAL Assocta- 
TION will not be sent to any one who is not a member of record for 1940 in 
their office. Therefore, you are urged to send in all dues remittances 
promptly. I understand that the addressing for the April issue is done early 
in March, so send in your remittances promptly regardless of the number 
you have on hand at this time and we will rush them to the Central Office 
in Chicago. 


C. J. Hotvister, Executive Secretary 
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MONTHLY REPORT OF THE BOARD OF 
TRUSTEES AND HARRISBURG OFFICE 


The Board of Trustees held a special meeting at the Benjamin Frank- 
lin Hotel, Philadelphia, Pa., January 30, 1940 to act on various subjects 
pertaining to the Society’s affairs. They received and approved the C. P. A. 
audit of the various Society accounts. 

A committee was appointed to further investigate the proposition of 
Dental Health Educational Material to be published in local newspapers 
throughout the state. The minutes for that meeting have not yet been tran- 
scribed so it is impossible to give a more detailed report. 

On Sunday, February 11, 1940, the Executive Secretary presented a 
paper before the State Officers Conference in Chicago. This conference is 
composed of the officers of all the component state societies of the A. D. A. 

Pennsylvania was very well represented at the conference by the fol- 
lowing: 

Dr. G. S. Phillips, President; Dr. W. J. Robinson, President-Elect ; 
Dr. Linwood G. Grace, Chief of the Dental Division, State Department of 
Health; Dr. R. M. Walls, Chairman of the Public Relations Committee 
and Chairman of the Economics Committee of the A. D. A., and Dr. C. J. 
Hollister, Executive Secretary. A very well rounded program was pre- 
sented and ample time was given for discussion. All who attended feel that 
it was a very worthwhile meeting. 

The Executive Secretary attended the Philadelphia County Meeting 
in the interests of the Cruise Convention of our State Society to be held 
on the Great Lakes from Erie in June, and was ably assisted by Dr. G. S. 
Phillips, our President, and Dr. P. H. Richardson, our Trustee from the 
Ninth District. Quite a number of reservations were obtained and consid- 
erable interest shown. Reservations for the Cruise have passed the half-way 
mark, which assures us of a successful meeting. The Program Committee 
for this meeting has obtained an outstanding list of essayists. 

An increasing number of individual members have visited the Harris- 
burg Office during the past month. 

During the period of January 20th to February 20th there were 253 
pieces of first class mail received and 4,229 pieces of mail sent out, and 
during the above period there were 9,330 mimeographed and 8,036 pieces 
addressed on the addressograph. 

The membership figures as of February 20. 1940 are as follows: 

Total membership fOr 1636 ..-....c.:coc-cocsssoonseneeeeneeeneeernrennnee 3,498 
Total membership fOr 140. eeccecccccsessessnceeneeeneeesernete 1,958 


C. J. Hotvister, Executive Secretary 
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ON TO BALTIMORE 


ARTHUR H. MERRITT, NEW YORK, N. Y. 
PRESIDENT AMERICAN DENTAL ASSOCIATION 

This is the month of our Centennial Celebration. In every State in 
the Union the members of the dental profession are coming together in 
their local organizations to celebrate the birth of American dentistry as 
an organized profession. It is meet and right that they should do this, for 
never again in the life of any living member, will there be given an op- 
portunity of like importance. The purpose of these local celebrations is two 
fold: first, to make it possible for every member of the profession to ac- 
tively participate in celebrating in his local dental society an event of first 
importance in the history of the profession, and secondly, to take advan- 
tage of these local gatherings, to encourage attendance at the meeting in 
Baltimore, March 17-20. Every member of the profession, no matter 
where he is located, should make preparations to be present. 

There has been prepared a program that is unique in the annals of 
dentistry. No effort or expense has been spared to make it outstanding 
in its excellence. Fifty-four essayists, representing every section of the 
United States, will contribute of their knowledge and experience to the 
eighteen scientific sections, each of which will be presided over by an 
honorary chairman and vice-chairman. 

Men of distinction outside of the profession will address the general 
sessions. A pageant depicting the progress of dentistry from its birth to 
date will be given on two successive evenings. 

An historical and scientific exhibit such as has rarely if ever been 
equaled at any dental gathering will be on display during the entire cele- 
bration. The manufacturers’ exhibit will also be outstanding with an un- 
usually large number of exhibitors. Too much credit cannot be given to 
the Centenary Committee for the magnificent program they have prepared 
for this occasion. By their unselfish service, they have placed the entire 
profession in their debt. 

Nothing remains to make it an unqualified success, except widespread 
attendance on the part of the profession. As president of the American 
Dental Association, I extend to you a cordial invitation to be present. In- 
deed, I urge you to do so. It should prove the greatest event in your pro- 
fessional life. To miss it, is to miss an opportunity of a life time. Mean- 
while, use your Centennial Seals, and if you have not already done so, 
send in your contribution to the Centennial Committee. -This is important. 
And now 


ON TO BALTIMORE 
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HISTORY OF PENNA.COL. OF DENTAL SURGERY 
By Albert P. Brubaker, M.D., D.D.S. 
(Continued from November Issue) 
Those familiar with the history of dental, and I may add medical edu- 


cation in this city, will readily realize to what an extent these educators 
developed and molded both. All these teachers, as their lives unfolded, re- 
vealed, though in varying degrees, intellectual attainments, fine personal 
characters, educational abilities, and professional skill of the first order. In 
many ways and by different institutions they have been highly and justly 
honored. Under their guidance, the reputation of the College increased 
from year to year, and extended to the remotest regions of the civilized 
world. The student body increased from year to year, and represented in 
their nationality all countries in which dental science was unfolding, so that 
from the time of its organization, to the time of cessation of its activities, 
approximately 2,800 students passed through its portals, having received 
the coveted degree of Doctor of Dental Surgery. During this period it had 
the honorable distinction of being the first college to admit women to its 
classes and to grant them all the privileges and rights that were accorded 
to men. To this there was much opposition, but thanks to the forethought 
and sense of justice of Dr. James Truman, Dr. C. Newlin Pierce, and Dr. 
Wilbur F. Litch, this was accomplished. Today the admission of women 
to medical as well as to dental schools is no longer open to question. 


Independent of their labors with the student body, the Professors con- 
tributed to the various dental journals the best of their knowledge and ex- 
perience in a most unselfish way so that all might profit and be benefited. 
It only requires a passing knowledge of the history of dentistry in this coun- 
try and an acquaintance with its literature to realize how much these men 
have contributed to the intellectual development of their profession. Much 
of their time and energy was given to the organization of county, state and 
national dental societies, and thus they helped to awaken the professional 
spirit to unify diverse interests and develop the sense of professional broth- 
erhood. They were ever ready to discuss problems of education and to 
accept as far as it was possible and advisable those suggestions which were 
in accord with the demands of the profession in general. Thus it came about 
that the educational requirements for admission were increased from time 
to time; that the course of study was lengthened from one to three years; 
that the curriculum was enlarged in various fields to meet the needs of the 
ever unfolding and developing dental science. 

Throughout the latter half of its existence, there were many perplexing 
problems to be considered, and by reason of conflicting interests temptations 
were present in various parts of the country to take advantage of techni- 
calities in the laws regulating the admission of students, in order to increase 
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the size of the enrollment, to say nothing of the desire to increase the rev- 
enues of the treasury. It is, however, an accepted fact that never in its 
history was it possible for anyone to make the accusation that the Deans of 
the Pennsylvania College of Dental Surgery ever failed to live up to the 
highest requirements of the dental laws. The names of C. Newlin Pierce, 
Wilbur F. Litch, and George W. Warren were synonymous with integrity 
and honesty. Sailing ever toward an ideal, which they knew they would 
never attain, they ever kept their rudder true. Hence it is that all graduates 
can look on their Alma Mater with respect and admiration because of her 
virtues and the untarnished reputation she has left behind. 

As a tree is known by the character and quality of its fruit, so is an 
institution known by the character and quality of its graduates. This being 
an accepted fact, it could not be otherwise than that the graduates of the 
Pennsylvania College of Dental Surgery should develop and exhibit quali- 
ties like unto their teachers. Coming under their influence at the most im- 
pressionable period of life, these young students received the impress of the 
qualities which distinguished the teachers, and hence when they went out 
into the world of professional life, it was with a mental and moral equipment 
that insured success. 

Everywhere throughout the world they have been and are practising 
their profession with credit to themselves and benefit to their patients. 
Some have assisted in the organization of other successful dental schools 
in this and other cities and contribute to their success in the office of the 
dean and in the professional chairs ; others, by reason of their inventive and 
investigating genius, have facilitated and made more efficient the labors of 
the practitioner and enlarged the boundaries of knowledge; still others, by 
reason of their contributions to the literature of dentistry, have placed at 
the disposal of their professional brothers and in stately volumes the results 
of their studies, their investigations and experiences. 

The list of these gifted Sons is a long one and I would not be justified 
in taking your time to specify them by name. But there are a few whose 
contributions to the profession were so noteworthy that their names should 
be known to you all. These are Joseph Barnum, who first suggested the use 
of the rubber dam; J. M. Barstow, who developed continuous gum work; 
Trueman W. Brophy, one of the first to specialize in and develop oral surg- 
ery; J. N. Farrar, probably the first to specialize in orthodontia and whose 
work on this subject is an enduring monument to his industry, investigating 
genius and inventive skill ; Emil deTrey, the originator of what is known as 
deTrey’s gold and synthetic cement ; Alfred Gysi, professor in the Univer- 
sity of Zurich, distinguished for microscopic researches in the structure of 
the teeth and student of the normal development of the anatomic occlusion 
of the teeth; W. A. G. Bonwill, the inventor of the electric and mechanical 
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ATTENTION MEMBERS! 


Are Your Dues Paid? 


All dental society memberships expired December 
31st. 
a 


This means local, state, and national dental organi- 


zations. 
g 


To avoid loss of state and national society publica- 
tions, to avoid loss of insurance coverage, 


get your dues in. 
a 


Your local society is responsible for billing and col- 
lecting your dues in time to avoid delinquency. 


Postal regulations require that the names of all de- 
linquent members be dropped from the mailing lists 
of dental society publications. 


This is the last issue of the state Journal you will receive 
unless your dues are paid for 1940. 
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mallets ; George B. Snow, the inventor of automatic mallets and appliances 
for prosthetic work; Jesse C. Green, who has been affectionately termed 
“the grand old man of dentistry,” who recently died at the age of 102, who 
practised dentistry to the age of 97, covering a period of 60 years, and who 
started the weather record in this country, and whose results were appreci- 
ated and adopted by the U. S. Government; Dr. Wilbur F. Litch, a Dean 
of the Pennsylvania College of Dental Surgery, the editor of the monu- 
mental work, “The American System of Dentistry,” in three volumes, and 
for years the editor of the “Dental Brief ;” Edward C. Kirk, a Dean of the 
University Dental School, the organizer and Dean of the Evans Museum 
and Dental Institute, the formulator of wise dental laws, and the distin- 
guished editor of the “Dental Cosmos.” 

Those engaged in professional work will at once realize to what extent 
they are indebted to these members of the Alumni. 

These facts being true, the question naturally arises, why did this Col- 
lege pass out of existence? The answer is simple, namely, the lack of an 
endowment fund or an affiliation with a medical institution, the resources 
of which would be sufficient to cover any deficit that might arise. The Penn- 
sylvania College of Dental Surgery lacked both. The rapid development 
of dental science necessitated an increase in the number of subjects taught, 
and hence an enlargement of the teaching staff, the introduction of a new 
and expensive equipment, and in the near future a lengthening of the course 
from three to four years. All this, together with the growth of the idea 
that the dental school should be associated with and an integral part of a 
medical school or university, finally led the Board of Corporators and 
Faculty in mutual good-will, but with many regrets to permanently close its 
doors at the termination of the session of 1908-1909. 


. 
STUDY CLUB MEETINGS 

The Root Canal Study Club meets the third Wednesday of each month 
in the meeting rooms of the Dental Clinic Club at the Hotel Rittenhouse, 
22nd and Chestnut Streets, Philadelphia, Pa. Meetings begin promptly 
at 8 P. M. and ethical dentists interested in root canal work are invited to 
attend. There are no dues. 

Program of the February, March and April meetings : 

February 21, 1940—Presentation of Interesting and Unusual Root 
Canal Cases by Dr. I. B. Bender, Dr. S. S. Bloom, Dr. H. J. Ross, Dr. S. 
Seltzer, and Dr. M. J. Waas. 

March 20, 1940—Dr. E. G. Van Valey, of New York City. A clinic on 
root canal treatment will be presented. 

April 17, 1940—Report of research studies undertaken by members 
of the Root Canal Study Club. Details of program will be announced later. 
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THE JOURNAL OF DENTAL RESEARCH 
WM. J. GIES ENDOWMENT FUND 


The one journal in the world in which reports of dental research are 
published exclusively is the Journal of Dental Research, founded in 1919 
by William J. Gies. 

In order to secure a permanent future for this Journal an endowment 
fund of $50,000 is being raised at the suggestion of Arthur H. Merritt, 
President of the A. D. A. To date under the leadership of John E. Gurley 
approximately half of this amount has been raised. 

To raise the remaining $25,000 a nation-wide appeal through the State 
organizations is now being made. Based upon the membership and its con- 
tribution to the Relief Fund, the State of Pennsylvania’s quota is $3,250. 
The Pittsburgh Section of the American College of Dentists has already 
subscribed $500 towards Pennsylvania’s quota. Subscriptions by societies, 
organizations, and individuals is earnestly solicited. 

Send contributions to: 

Dr. Leuman M. Waugh, Treasurer, 
The Wm. J. Gies Endowment Fund, 
576 Fifth Avenue, New York, N. Y. 


PITTSBURGH DENTAL ASSISTANTS’ ASSO. 


“The March 11th meeting of the Pittsburgh Dental Assistants’ Asso- 
ciation will be held at 7:45 P. M. in Room 506 Diamond Bank Bldg. The 
speaker will speak on ‘Dietetics’ .” 

We will also discuss final arrangements for those interested in taking 
a Special Course in “First Aid.” 

EvELYN Epstrom, 


Chn. Publicity. 
e 


TO ALL MEMBERS 


Whenever possible, please place orders for films and stereopticon slides 
at least two weeks in advance of the date they are needed. This will facili- 
tate bookings and enable the Central Office of the American Dental Asso- 
ciation to give all members better service. It is impossible to give last 
minute orders good service. 

A. D, A. Bureau oF Pustic RELATIONS 
Lon W. Morrey, D.D.S. 
Supervisor 
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THE GLOBE TROTTER 


Crowns, DetacHeD Post CROWNS, AND BRIDGES OF SYNTHETIC RESIN 
By Kurt Weder (Berlin) 

The author describes a technic for the preparation of crowns, detached 
post crowns, pontics, and bridges made of synthetic resin. He regards the 
laboratory technical procedures not too difficult, and the preparation of 
teeth for the reception of such crowns much simpler than for porcelain 
crowns. For example, in making a crown of synthetic resin, no shoulder is 
needed as for a porcelain jacket crown because the material is elastic and 
will not break or crack because of unusual strains or stresses. 

The paper is illustrated with 22 figures, some of which point out labo- 
ratory procedures, while others show completed cases in the mouths of 
patients. Judging from photographs of the latter, the restorations appear 
to be more translucent than natural teeth. This actually may not be the 
case, however. (From Zahnarztl. Rdsch., 49 :3, Jan. 7, 1940) 


Aw ELectro-Acoustic ForEIGN Bopy Locator 
By Frederick C. Thorold 
Thorold describes a device for locating foreign metallic objects, such 
as broken needles, which are imbedded in the tissues. The apparatus is not 
too difficult to assemble and its use should simplify the location and subse- 
quent removal of such foreign bodies. (Dent. Dig. 46:53, February, 1940) 


Use oF VITALLIUM FOR FIXATION OF FRACTURES 
By W. C. Campbell 

The author used vitallium in 108 cases for fixation of fractures. No 
bone absorption or inflammatory reaction followed the use of this material. 
In fact, in many cases, the callus covered the vitallium plate used for fixing 
the fracture. In such cases where vitallium came in contact with soft tis- 
sues, they appeared to be as normal as that found in the healing of any 
wound. The author is of the opinion that vitallium is superior to ferrous 
metals for the fixation of fractures. 
(From Iowa State Med. Soc. J., 29:591, Dec., 1939) 





NATIONAL BOARD OF DENTAL EXAMINERS 


The National Board of Dental Examiners will hold its next session 
for the examination of candidates in Parts I and II, May 6-7, in schools 


where there are five or more candidates. For information and applications, 


address 
Morton J. Loes, Secretary, 


66 Trumbull St., New Haven, Connecticut. 


[14] 











rn 











STATE DENTAL JOURNAL 





THE BACTERICIDAL EFFECT OF SULFATHIAZOL AND SULFAMETHYLTHIAZOL 
ON BACTERIA FOUND IN URINARY INFECTIONS 
By H. F. Helmholz 


Since the introduction of sulfanilimide, various related drugs have been 
synthesized. Among these, sulfapyradine is probably best known because 
of its effectiveness against pneumococci and nonhemolytic streptococci. 
Two new related compounds are described by Hemholz which appear to 
be effective against streptococcus fecalis and against staphylococcus au- 
reus. Since both these organisms have been recovered from saliva and from 
infected pulpless teeth, Hemholz’s report is of interest to the dentist. 

Both sulfathiazol and sulfamethylthiazol were found to be effective 
against streptococcus fecalis and staphylococcus aureus. Sulfathiazol was 
found to be slightly more effective against staphylococcus aureus than sulfa- 
methylthiazol, while the latter drug was found slightly more effective 
against streptococcus fecalis. Both drugs, when used as urinary antiseptics, 
were administered by mouth. ( Neither sulfanilamide nor sulfapyridine are 
effective against streptococcus fecalis. 

(Proc. Staff Meetings of the Mayo Clinic, 15 :65, Jan. 31, 1940) 


MAXIMUM, MINIMUM, AND MEDIAN VALUES OF THE MEsIo-DIsTaL D1- 
MENSION OF THE POSTERIOR HUMAN TEETH 
By Th. E. de Jonge-Cohen 

The author examined and measured the mesio-distal dimensions of 
3918 premolar and 4984 molar teeth. He compares his findings with those 
of Black, Lambert, Dewey, Mihlreiter, and de Terra. 

The author’s findings essentially confirm the median values obtained by 
Black. Greater maximal values and lesser minimal values were found. This 
the author attributes to the fact that he examined a much larger number of 
teeth than were examined by previous investigators. (From Zeitschr. f. 
Zahnerztl. Orthoped., beilage zur Zahnerztl. Rdsch., 32:1, Jan., 1940) 


PREMENSTRUAL SALIVARY SYNDROME 
By W. Racine 

Four case histories are presented by Racine in which swellings of the 
salivary glands occurred a few days before the onset of menstruation. In 
one case the submaxillary glands were involved, in another the parotid 
glands, while in the remaining two, both pairs of glands were involved. 
The swelling generally subsided with the beginning of the menstrual flow. 
In all four cases abnormal swelling of the mammary glands occurred sim- 
ultaneously with swelling of the salivary glands. Successful treatment fol- 
lowed injections of progesterone (corpus luteum hormone), about ten days 
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before the onset of menstruation was anticipated. In one case, progesterone 
had to be discontinued because it diminished diuresis and the patient had 
chronic nephritis. In another case an apparently permanent cure was ob- 
tained after only four series of injections since salivary swelling has not 
reappeared for more than two years. 

(From Schweiz-medizin. Wchnschr., 69 :1204, Nov. 25, 1939) 


EFFect oF HArD AND Sort Diets ON GINGIVAL TISSUES OF Docs 
By P. Burwasser and T. J. Hill 


For fourteen months after weaning, two groups of dogs were fed with 
specially prepared diets. For the experiment, one group was given biscuits 
of hard consistency and the other group received the same food, mashed. 
The dogs were sacrificed and the upper jaws were examined with the 
following findings. 

The crowns of the teeth, near the gingivae, of the animals fed on the 
soft diet were covered with plaques and there were food impactions under 
the margins of the gums; the gingival crests were inflammed. The gingivae 
of the animals on the hard diet were paler and firmer. Histologic examina- 
tion of sections from both groups showed pathologic changes in the gin- 
givae of the soft diet group, whereas the gingival tissue of the hard diet 
group was normal. (J. D. Res. 18 :389, Aug., 1939) 


BACTEREMIA AND ORAL SEPSIS 
By S. D. Elliott 

Elliott says transient bacteremias frequently follow extractions. As a 

general rule these bacteremias are apparently harmless except in cases of 

valvular heart disease where they may be followed by a subacute bacterial 
endocarditis. 

By avoiding “rocking” of a tooth during extraction and the reduction 

or elimination of infection and trauma, such bacteremias may be prevented. 

(Proc. Roy. Soc. Med. 32:747, May, 1939) 


EPIDEMIOLOGIC ASPECTS OF DENTAL CARIES 
By Samuel M. Gordon 
The author reviews the work of Dean and Rosebury whose findings 
show an adherence to the chemico-parasitic theory of Miller. Rosebury, by 
means of a coarse diet of ground raw corn or rice, induced caries of rat 
molars similar to fissure carries. When the size only, of the same food 
particles was changed by pulverizing or cooked soft, no caries resulted. 
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Further studies by Rosebury on Eskimos showed that these people ordi- 
narily free from dental caries show a marked susceptibility to caries when 
they adopt the white man’s food. 

Dean’s report issued by the United States Public Health Service con- 
cerns itself with a study of the teeth of school children of four towns in 
Illinois. The water supply of two of these towns has a moderate amount 
of fluorine whereas the water supply of the two other towns is almost 
fluorine free. The amount of caries in children using the fluorine free water 
was much greater than in children from the two towns whose water has 
some fluorine content. 

Both Rosebury and Dean, working separately and on apparently dis- 
similar aspects of the problem, have adopted epidemiologic methods from 
the field of public health. (The Alpha Omegan, 24:12, March, 1940) 


ANACORIC EFFECT OF CHRONIC PERIAPICAL INFLAM MATIONS 
By Julius Csernyei 


From observations reported, it seems that zones of circumscribed in- 
flammation attract bacteria from the circulation and keep at least large 
parts of them alive for a long time. Ascoli calls this phenomenon anacoresis 
(refuge and convocation). Since the root ends of teeth with necrotic and 
putrefied pulps are surrounded by chronically inflammed and infected tis- 
sues, these areas may receive bacteria hematogenously, by anacoresis. These 
convocated bacteria can produce local disturbances or reenter the circu- 
lation. 

Teeth with vital pulps should be treated so as to prevent chronic peri- 
apical inflammations and teeth with putrescent pulps must be treated to 
eliminate foci by surgical intervention or extraction where other operations 
are not feasible. (J. D. Res. 18:527, Dec., 1939) 


A CoMPARISON BETWEEN DIETARY AND HORMONAL FACTORS IN THE 
DEVELOPMENT OF DENTIN 
By Gerrit Bevelander and Margaret Hoskins 

The authors have undertaken a study on albino rats to compare the 
effects of dietary and hormonal factors on the development of dentin. A 
group of the animals were placed on known diets for a week, at which 
time a number of the animals were parathyroidectimized, others were re- 
served for control. Madder was then added to the diet of both of the above 
groups. At the termination of the test period blood was drawn to be tested 
for serum calcium. Then the operated and control animals were killed and 
specimens prepared for examination. Some very interesting findings 
resulted from this study. (J. D. Res. 18 :533, Dec., 1939) 
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RELATION BETWEEN CORNEAL ULCERS AND DISEASES OF THE MOUTH 
By Jerome G. Bacchi and Vito LaRocca 
(A Case Report) 


The patient, a male, complained of violent pain, lacrimation and photo- 
phobia in the right eye of two days’ duration. He had ulcers of the cornea 
in both eyes and had been treated for trachoma at various times since child- 
hood. 


Examination of both eyes revealed considerable pathosis and a smear 
from the conjuctival secretion showed the presence of streptococcus veri- 
dans, pneumococci and staphylococci. 

Local treatment, foreign protein therapy and hemotherapy did not 
result in any improvement in the condition. 

A focus of infection being suspected the patient was given a complete 
oral examination. This examination revealed an inflammation of the gums 
with recession. Roentgenograms showed general pathologic absorption 
and smears made from an exudate and from gingival pockets revealed the 
same type of organisms as found in the corneal ulcer. All the teeth were 
extracted followed, for a few days, by an exacerbation of the eye symptoms. 
From then on the condition improved, convincingly proving in this case 
that the infection of the eye was secondary to the dental focus of infection. 


(The Dent. Dig., 40:15, Jan. 15, 1940) 


HEALTH CONDITIONS IN GERMANY 
From Current Comment Section 


” 


Readers Digest in an abstract of “Heil Hunger,” a forthcoming book 
by Dr. Martin Gumpert, formerly head of the Berlin City Dispensary for 
Deformity Diseases, indicates that there has been a decided decline in re- 
cent years in all phases of German health. Scarlet fever and diphtheria cases 
have increased from 30 to 50 percent since 1933. While tuberculosis is on 
the decrease in every other country, Dr. Gumpert alleges that official sta- 
tistics show a considerable increase of this disease in Germany in recent 
years. Since the establishment of the Nazi state, there have been three times 
as many suicides to 10,000 of population as in the United States. 


The required period of medical study has been reduced by two years, 
and quacks and nature healers have been encouraged. 


The extension of the working day accounts in part for an increase of 
more than 20 percent of sickness recorded between 1933.and 1936. 


J.A.M.A. 114:252, Jan. 20, 1940 
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TREATMENT OF INCIPIENT CARIES AS DISCLOSED BY BITE WING FILMS 
By Tracey K. Healy 


The areas with etched decalcified enamel are isolated with cotton rolls 
and the affected spot is cleaned with chloroform or alcohol and thoroughly 
dried. Ammoniacal silver nitrate is applied and after three minutes, it is 
precipitated with eugenol. If the eroded spots are in the interproximal areas 
as at the contact points, dental floss must be used regularly. Areas so treated 
may remain immune for a long time. N. Y. J. Dent. 9 :238, June, 1939 


FOCAL INFECTION AND SYSTEMIC 
DISEASE -:- A CRITICAL APPRAISAL 


Tue Cases AGAINST INDISCRIMINATE REMOVAL OF TEETH AND TONSILS 
By H. A. REIMANN and W. P. HAVENS 
Abstracted by Bernard M. Brickman* 


Since the concept of focal infection in relation to systemic disease is 
an established fact, it is not surprising that a similar relationship is thought 
to exist between various general systemic diseases of unknown infections 
and infections of the teeth, tonsils, nasal sinuses, gall bladder, etc. The au- 
thors have studied the literature of the past twenty-five years in an effort 
to test the validity of this theory and its application. 

The belief that infections about the teeth give rise to much systemic 
disease seems to be supported by bacteriologic studies, roentgeographic 
studies, inoculation experiments and by the fact that recovery occasionally 
occurs after the extraction of teeth. Most of these findings, however, have 
been subject to misinterpretation. 

Bacteriologic Studies—Such studies about the roots of infected pulp- 
less teeth that have been made in the past are invalid because of technical 
difficulties of preventing contamination during extraction. 

Roentgenologic Studies—These are not definite because it is impos- 
sible to estimate the pathologic significance of abnormalities by roentgeno- 
graphic studies alone. 

Inoculation Experiments—A review of the literature reveals that the 
specificity of the bacterix involved has not been proved. Many writers 
advise that Rosenow’s views of elective localization be not only disregarded 
but actively combated. 





This issue will be your last unless your dues are paid ! 
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Effect of Tooth Extraction on Systemic Disease—Many reports of 
clinical improvement following removal of teeth are temporary and may 
result from psychic factors or a shock-like reaction. There is much opposi- 
tion to the routine practice of removal of teeth as foci of infection to influ- 
ence general symptoms. It is clear that the concept of focal infection, in 
this respect, is not an established fact as it is often claimed. 

The extraction of teeth is not without danger. There is every reason 
to believe that the manipulation and trauma incidental to extraction may 
force the bacteria residing around the gingival margins and in the peri- 
apical areas into the tissues and the blood stream. Most frequently these 
bacteremias are transient in character, however, in certain cases they may 
be followed by a subacute bacterial endocarditis. 

*This abstract concerns itself with that portion of the article which is 
strictly dental in character. The entire article is recommended for reading as it 


shows the need for a revaluation of the theory of focal infection. ~— 
B. M. B. 


(J. A. M. A. 114:1, January 6, 1940) 
ee @ 


BOOK REVIEW 


THE EFFICIENT DENTAL ASSISTANT 
By Ethel Covington, D.H., St. Louis, The C. V. Mosby Co., 1940. Pages 265. 

Price $2.50. 

“The Efficient Dental Assistant” is a well planned and well written 
book. It is written by a dental hygienist who has benefited by the experience 
of being employee, employer, and teacher in the field of dental assistance. 

The interest of dentists in furthering the vocation of dental assistance 
through education and training has been slow to develop. This book may 
therefore be regarded as a welcome addition in this somewhat neglected but 
useful field. 

The book is full of aids and helpful hints for the dental assistant, many 
of which the dentist, too, may find useful. Beginning with a personality 
evaluation of the dental assistant, the author discusses telephone and recep- 
tion room conduct, operating room duties, educational instruction for the 
patient, processing of dental films, assisting in managing child patients, etc. 
There is just enough discussion of the more common dental diseases and 
disorders with which every dental assistant should be acquainted without 
the author becoming presumptuous. There is perhaps not quite enough dis- 
cussion of dental restorations and laboratory technics used in their con- 
struction to give the assistant a general idea of such procedures. Also, 
while microbes and microorganisms are defined and described, no instruc- 
tions are given for assisting the dentist in making a smear or culture. 
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On the whole this is a useful manual for dental assistants. It deals with 
many phases of dental assistance, including in its scope the following topics : 
speech personality, the dental secretary, professionalizing the office, per- 
sonal hygiene, the tooth-building process, the deterioration process, uses and 
processing technique for dental radiograms, dentistry for children, the 
restoration process, the art of creating good will. The book also includes a 
glossary of dental terms and an index. 


ee @ 
DISTRICT NEWS 
FIRST DISTRICT 
District Editor ° ‘ ‘ ° Benjamin Benedict 


The Greater Philadelphia Annual Meeting, January 30, 31, February 
I, 2, 1940, has taken a place among the great dental gatherings in the coun- 
try. A glance at the registration of 3,742, showing an increase of 559 over 
the registration of the previous year, should be a source of great satisfac- 
tion to the men who worked so diligently and gave so unselfishly of their 
time for the success of this meeting. No honor that we could bestow upon 
these men would be more greatly appreciated by them than the knowledge 
of a large attendance, showing by its presence that their efforts were not 
in vain. 

We, of the audience, attending a large meeting, are not familiar with 
the work behind the scenes that is necessary to successfully plan and pro- 
duce a smoothly functioning program. 

Twenty guest clinicians gave registered clinics on the various phases 
of dentistry. These men came from Pennsylvania, New York, New Jersey, 
Florida, Georgia, Ohio, Missouri, District of Columbia, and Canada. Five 
continuous intensive courses were presented on the subjects: Full Denture 
Construction ; Lower Impression Technique; Clasp Design for Removable 
Bridgework ; Periodontal Diseases and Anesthesia. Fifty-six Table Clinics 
were presented on various and sundry subjects and there were sixty-nine 
Commercial Exhibits demonstrating the latest developments in dental 
equipment, supplies, and laboratory techniques. 

From these facts, it becomes evident that the increase in attendance 
is justified. This is as it should be, and may it continue to be so. 


RESUME OF THE CuILD HEALTH COMMITTEE PROGRAM 
From the Report of H. Herbert Parcher, Jr., D.D.S., Chairman 


Trends in Public Dental Health indicate that dentistry has before it 
not only the opportunity, but also the duty of developing a sound, prac- 


[21] 








THE PENNSYLVANIA 





tical program for the improvement of the dental health of the children of 
Philadelphia. 

The time has now come to formulate a policy and an objective towards 
which to strive. Any activity conducted by the profession should be backed 
and participated in by all the active ethical practitioners of Philadelphia 
regardless of whether they are members of this society or not. 

The most effective attitude of the Philadelphia County Dental Society 
would be as a clearing house for the dissemination of information, both to 
the profession and the public. 

Through numerous existing agencies the public has been educated to 
the desire and need for dental health service beyond the recognition of the 
individual practitioner to his responsibility in supplying such a service to 
the public as a whole. 

Very few active dental practitioners have the time or the ability to 
devote to the most effective methods of education, therefore the services 
of a professional publicity man is suggested as desirable. 

A questionnaire calling for solution to the dental health problem might 
be effective in stirring the interest of the individual dentist. 

With the complete cooperation of every dentist in Philadelphia we 
will be able to divide the Philadelphia County in school districts (school 
buildings offer the most ready facilities) and appoint every practicing 
ethical dentist on committees to survey the dental needs of the children 
in his own district. This brings the results of each man’s participation closer 
to his own front door. 

Paralleling and coinciding with professional activities our lay programs 
should be extended and broadened. Parent-teachers associations and wom- 
en’s clubs should continue to be contacted, informing them of the need for 
a professionally supervised dental health service for all, and of our need 
for their help in financing such a program. 

The information derived from such a program will tell us the definite 
clinical needs in all sections of Philadelphia County. The present available 
facilities could then be coordinated with the additional requirements so 
there would be no overlapping. 

When the time comes that we are faced with government regulation 
of health service, if we can present a workable plan, we will be in a far 
better position to keep dental health service under our own control. 


RESUME OF THE Pustic DENTAL HEALTH Group Discussion 
From the Report of John W. Ross, D.D.S., Chairman 


On January 30, 1940, the Philadelphia County Dental Society, in con- 
nection with its Greater Philadelphia Meeting, presented a panel discus- 
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sion on The Responsibility of Dentistry to the Philadelphians of Tomor- 


row. The members of the panel were: Dr. John W. Ross, Chairman 
Dr. Milton Rose Mr. Lewis Clarke 
Miss Julia Groscop Dr. Thomas McFall 
Dr. W. J. Robinson Dr. Linwood Grace 
Mr. Milton Pearce Mrs. J. Bertram Hervey 


The discussion brought out the fact that more than one hundred thou- 
sand school children in Philadelphia are not receiving any dental care. 
It was felt that it was due not so much to lack of knowledge that the care 
should be given as to the fact that the parents were not financially able to 
provide such care. We are very much concerned about this condition be- 
cause it vitally concerns these children who in a few years must take on 
their responsibilities as members of the community. While dentistry wishes 
to do all in its power to alleviate this condition, it is impossible for them to 
do so without the provision of financial aid either from private philan- 
thropies or from taxes. The attitudes of women, child health authorities, 
hospitals, public health authorities, teachers and dental organizations were 
brought out in the course of the discusson. Following the panel discussion 
there was discussion from the floor and questions asked the members of 
the panel. 

The Public Health Committees are following this panel discussion with 
plans to continue and increase the interest of lay organizations such as the 
Federation of Women’s Clubs, in this problem. 


SECOND DISTRICT 
District Editor ° . R Chas. L. R. Myers 


Tue MoNTGOMERY-BUCKS DENTAL SOCIETY 


The Montgomery-Bucks Dental Society held its January meeting at 
the Valley Forge Hotel. The following men were present from Norris- 
town: Doctors A. L. Ventura, W. W. Dill, C. C. Dancy, H. M. Rosenman, 
A. M. Greenfield, K. E. Neiman, R. W. Fishman, W. D. Ziegler, J. F. Don- 
ahue, G. A. Sisca, I. J. Wenof, O. W. Winters, C. L. Eskin, and S. L. 
Nyce. 

A scientific program in the form of a round table discussion was con- 
ducted by members of the society. Dr. Charles F. Rossell, Lansdale, led the 
discussion on “Inlays.” Dr. William H. March, Pottstown, in the absence 
of Dr. F. I. Greene, Norristown, discussed “Full and Partial Dentures,” 
and Dr. A. L. Ventura, Norristown, led the discussion on “Oral Surgery 
and Extraction.” 
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Dr. W. W. Dill was inducted as an honorary member. He is the first 
physician to be so honored by this society, for his unselfish aid to its mem- 
bers in problems of anesthesia. 

The following officers were installed for the ensuing year: President, 
Henry M. Rosenman, Norristown; Vice President, Frederick Lutz, Doyles- 
town; Secretary, S. Lehman Nyce, Norristown; Treasurer, A. M. Green- 
field, Norristown. 

At the close of the business meeting a remembrance was presented to 
the retiring president, Dr. A. L. Ventura, in appreciation of his untiring 
efforts during his administration. 

It was announced that the February meeting will be held at the Valley 
Forge in Norristown, the speaker being Dr. A. L. Greenfield, of New York, 
whose topic will be “Radiographic Differential Diagnosis.” Dr. Greenfield 
is Professor of Radiography, College of Dentistry, New York University. 


LEHIGH VALLEY DENTAL SocieTy AUXILIARY 

A luncheon meeting was held January 22 in the Faenza Coffee Shoppe 
in Allentown. The following officers were installed for the new year: 

Mrs. Norvin A. Worsley, of Bethlehem, the new president ; Mrs. B. W. 
Barton, Catasauqua, vice-president; Mrs. A. L. Robinson, Easton, record- 
ing secretary; Mrs. L. H. Sogaro, Phillipsburg, corresponding secretary ; 
Mrs. William Lang, Bethlehem, financial secretary, and Mrs. William 
Schaeffer, Allentown, treasurer. 

Mrs. Louis E. Yerkes, retiring president, thanked members for their 
co-operation in making the new auxiliary a success. 

Twenty-nine members were in attendance and enjoyed cards after 
the business meeting. 

The affair was arranged by a committee composed of Mrs. B. W. Bar- 
ton, Chairman; Mrs. I. V. Uhler, Mrs. Benjamin Robins and Mrs. Ken- 
neth W. Weyand. 

The next meeting of the auxiliary will be held February 26 in Beth- 
lehem, the place to be announced later. The committee includes Mrs. Meyer 
Cristol, Bethlehem, Chairman; Mrs. Thomas B. McHale, Bethlehem, and 
Mrs. Oliver Piefly, Bangor. 

Mrs. J. J. SHILLIs 


6 
THIRD DISTRICT 
District Editor " e ° . E. Harold Finnerty 


LACKAWANNA County District DENTAL Society 


The February meeting of the society was held in the director’s room 
of the Chamber of Commerce, Monday, February 26th. Dr. Harry Seldin, 
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Consulting Oral Surgeon at the Harlem Hospital and Consulting Oral Sur- 
geen for the New York City Cancer Institute, spoke on “Oral Surgery as 
Pertaining to the Dental Office.” He confined himself to those problems of 
surgery frequently encountered in the average practice. 

Dr. McWilliams of the Program Committee reports that he has the 
following clinicians scheduled for the coming meetings. On March 25th, 
Dr. E. J. Ryan of Chicago; April 29, Dr. Lillian Barkann of New York 
City on Periodontia; May 27, Dr. Bernard I. Comreo, Philadelphia, on 
Dental Medicine. 


LUZERNE DENTAL SOCIETY 

The regular monthly meeting of the Luzerne Dental Society was held 
January 15, 1940, at the Hotel Sterling. The new officers presided for the 
first time. They are: Dr. S. C. Andaloro, President ; Dr. Baden P. Roberts, 
President-elect ; Dr. Walter F. Kozik, Vice-President ; Dr. George A. Hut- 
ter, Secretary ; Dr. Leo Moran, Treasurer. 

The clinician for the evening was Dr. Poul Simenson of Philadelphia, 
who gave a most interesting talk on “The Fundamentals of Porcelain Jacket 
Preparation” and “My Impression of Socialized Dentistry in Denmark.” 

The next regular meeting will be held February 19 at the Hotel Ster- 
ling. The clinician of the evening will be Dr. Richard C. Mears of Bala- 
Cynwood, Pa., whose subject will be “Children’s Dentistry.” 

Gerorce A. HUTTER 


The Scranton, Wilkes-Barre, and Hazleton branches of the Third 
District are making elaborate preparations for the Dental Centenary, 
March 11th, and the committees expect 100% cooperation from the mem- 
bers in each society. The celebrations will be brought to a close with a 
dinner to which representatives of all the lay organizations will be invited 
to attend, and to take part in the proceedings which will enlighten all on 
the remarkable progress dentistry has made in the last one hundred years. 


e 
FOURTH DISTRICT 
District Editor . . . . Paul W. Metzger 


READING DENTAL SOCIETY 
The Reading Dental Society held its annual banquet at the Wyomis- 
sing Club on Thursday, January 25th. Forty-eight members were present 
to enjoy the good fellowship, food and listen to the remarks—wise and 
otherwise—of our friend Dr. H. Ely Williams. 
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The Clinic Club had as their guests, the Junior Clinic Club at their 
monthly meeting. The speaker, Dr. E. V. McCollum, Professor of Chemi- 
cal Hygiene in the School of Hygiene and Public Health, of the Johns 
Hopkins University, spoke on “Diet and Nutrition.” His resume’ of our 
present knowledge of vitamins and other accessory needs of the diet was 
intensely interesting. Many of those present heard him speak on the same 
subject eighteen years ago and were especially interested in hearing of the 
research findings during the interval. 

On Monday, March 11th, The Reading Dental Society will sponsor 
the district celebration in conjunction with the national observance of our 
centennial. The regular program will be augmented by talks given by three 
of our own members, Drs. C. V. Kratzer, C. R. Scholl, Geo. S. Schlegel. 
Following the meeting there will be a smoker and general good time. The 
meeting will be held in the University Club as usual. All Fourth District 
members are especially invited to join with us. 


THe SCHUYLKILL DENTAL SOCIETY 


The February meeting was held on February 21st at the Necho Allen 
Hotel in Pottsville. 

Mr. M. P. Gross of Lancaster presented two films, one a moving pic- 
ture on Ticonium from the time the impression is taken to the insertion 
of the appliance; the other a picture on the importance of remaking den- 
tures from one to four years after insertion. 

Have you paid your 1940 dues ($13.00) ? If not, please take care of 
this matter as soon as possible. Your cooperation is needed to keep our 
society in good standing. 

Kart R. ALBERT 


FIFTH DISTRICT 
District Editor ° « ° ° Paul E. Bomberger 


HARRISBURG DENTAL SOCIETY 


The regular February meeting was held at the Academy of Medicine, 
Friday, February goth. 

J. H. Harris, M.D., of Harrisburg, spoke on the subject, “Everyday 
Problems in Dental Radiography.” 

If your dues are not paid by the end of February, your name will be 
taken from the A. D. A. Journal and State Journal mailing list. If you 
have not paid yours, write a check now to the Harrisburg Dental Society 
for $15.00 and mail to the Secretary, Dr. Wilbur H. Dice, 513 N. 2nd Street, 
Harrisburg, Pa. 
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“Holly” informs us that reservations are coming in rapidly for the 
Wonder Convention Cruise, which is the Annual Meeting of the State 
Society. If you and your “Missus” plan to go you are advised to make your 
reservation now. Send Cruise reservation check to Dr. C. J. Hollister, 217 
State Street, Harrisburg, Pa. 

Refreshments and sociability were enjoyed after the meeting. 

A special meeting of the Harrisburg Dental Society was held at the 
Academy of Medicine, Monday evening, February 5th, at eight o’clock. 

Dr. Sidney C. Fournet, New Orleans, La., spoke on the “Stabilization 
of Lower Dentures.” 

A nationally prominent dentist spoke on a very interesting subject. 


Harris DENTAL SOCIETY OF LANCASTER 

The Harris Dental Society held its annual banquet on January 16th at 
the Arcadia Grill. There was a good turn out of the members all bent on 
an evening of fun and hilarity. 

After a delicious turkey dinner, Dr. McMullen, the President, spoke 
on “The Obligations and Responsibilities of the Dentist to the Public” and 
Dr. Garvey spoke on “Some Serious Aspects of Dental Practice.” Both 
subjects were excellently presented and to the point. A number of angles 
worthy of careful consideration by the members, were brought out by the 
speakers. 

Dr. Appleyard, acting as master of ceremonies and song leader, kept 
the party happy. He also put on a clever pantomime of “Down By the Old 
Mill Stream.” Presented for the first time, was a quartette from among 
our newer members. The “barber shop” harmony put out by this group was 
worth the attention of any entertainment booking agency. 

Cards, table tennis and quoits ended one of our most successful annual 
gatherings for many years. 

Dr. W. H. Trout, we are sorry to report, is still confined to his home. 


SEVENTH DISTRICT 
District Editor a . ° ° J. L. Porias 


Fort Stanwix Hotel—Johnstown—March 4th, 5th, 6th. 


The members of the Central Pennsylvania Seventh District Dental So- 
ciety are looking forward to one of the best meetings in years. The com- 
mittees have worked hard and a number of outstanding men are on the pro- 
gram. 

Tuesday there will be a bridge luncheon for the visiting ladies while in 
the evening the annual banquet, entertainment and dance will be held. 
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Program 


MONDAY, MARCH 4, 1940 
9:00 A.M.—President’s Address. Business Meeting. 
10:25 A.M.—Address of Welcome, Mayor John A. Conway. 


10:30 A.M.—Lecture and Demonstration illustrated with slides and blackboard. 
A practical demonstration on models in which the dentist may par- 
ticipate. (Each dentist should bring a jackknife to this lecture.) 

“CHILDREN’S DENTISTRY—MANAGEMENT OF THE PATIENT 
AND OFFICE” 
H. Shirley Dwyer, D.D.S., F.I.C.D., New York, N. Y. 


1:30 P.M. to 4:00 P.M.—_TABLE CLINICS 


“Porcelain Inlays for Gingival Cavities.”"—J. A. Pennington, Jr., D.D.S., Pitts- 
burgh. 

“Conduction Anesthesia Technique.”—Reed P. Rose, D.D.S., Pittsburgh. 

“Modern Methods of Treatment in Dental Medicine.”—C. S. Berkey, D.D.S., 
Johnstown. 

“Removal of Impacted Teeth by the Slice or Section Method.”—Larue Brau- 
cher, D.D.S., Altoona. 

“Better Local Anesthesia.”—R. Burns Colvin, D.D.S., Somerset. 

“Recording Intermaxillary Position and Establishing the Condylar Plane.”— 
John C. Davis, D.D.S., Huntingdon. 

“Porcelain Veneer Crowns.”—F. D. Geer, Jr., D.D.S., Johnstown. 

“Preventive Orthodontia.”—Fred A. Hager, D.D.S., Johnstown. 

“Speech Appliances for Cleft Palate Cases.”—Cloyd C. Harkins, D.D.S., Os- 
ceola Mills. 

“Acrylic Removable Bridges with Cast Clasps.”—John F. Harkins, D.D.S., Os- 

_ ceola Mills. 

“Protection of Cementation of the Three-Quarter Crown.”—H. E. Huston, D.- 
D.S., Huntingdon. 

“Models Used in Dentistry.”—Bernard E. Smyers, D.D.S., DuBois. 

“Diorama.” — Dental Division, State Dept. of Health. Maternal and Child 
Health Provision of the Social Security Act. Louise Coira, R.D.H., and 
Gertrude Cavanaugh, R.D.H. 

“Materials Used by Hygienist in Office and School.”—Muriel Agnew, R.D.H. 

“Correct and Incorrect Costuming.”—Helen Hewitt, R.D.H., and Zita Gaffney, 


4:00 to 5:00 P.M.—Motion Pictures. 
6:45 P.M.—Council Meeting. 


7:30 P.M.—Lecture for Dentists, Hygienists, Assistants and Dentist’s Fami- 
lies. 
“OPPORTUNITY DENTISTRY” 
H. Shirley Dwyer, D.D.S., F.I.C.D., New York, N. Y. 

The Professional Responsibilities and Business Aspect of Children Den- 
tistry; Child Psychology as Applied by the Dentist, by the Assistant or 
Hygienist, and by the Parent; Suggestions for Teaching Mouth Hygiene to 
Children; What Do We Know About Preventive Dentistry? 


TUESDAY, MARCH Sth, 1940 


9:00 A.M.—Lecture illustrated with lantern slides. “General Principles of 
Impression Making and Anatomy Related to Lower Stationary 
Impressions.”—Charles Shepard Tuller, D.D.S., New Orleans, La. 


10:30 A.M.—Lecture illustrated with lantern slides. “Recent Advances in the 
Treatment of Periodontal Diseases.”—Frederic James, D.D.S., 
Professor Dental Histo-pathology, Clinical Pathology and Thera- 
peutics, Temple University, Philadelphia. 
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12:00 M. —Mouth Hygiene Luncheon. Speaker: Linwood G. Grace, D.D.S., 
Chief, Dental Division, Pennsylvania State Department of Health. 


2:00 P.M.—Table Demonstrations. “General Principles of Lower Stationary 
Impression Making.”—Charles Shepard Tuller, D.D,S. 
“Treatment of Periodontal Diseases.”—Frederic James, D.D.S. 
The above demonstrations will be repeated at 3:00 P. M. and 
4:00 P.M. 


2:00 P.M. to 5:00 P.M.—Motion Pictures. 
6:30 P.M.—Dental Centenary Dinner Dance. 


WEDNESDAY, MARCH 6th, 1940 
9:30 A.M.—Business Meeting. Election of Officers. 


11:00 A.M.—Lecture. “Scope and Utility of the Newer Anesthetic Agents and 
Methods in Exodontia and Oral Surgery.” Daniel Ritter, M.D., 
F.I.C.A., Director of Department of Anesthesia, Memorial Hos- 
pital, Johnstown. 


12:00 M. —Rotary Luncheon. Speaker: Linwood G. Grace, D.D.S., Chief, Den- 
tal Division, Pennsylvania State Department of Health. 


2:00 P.M.—Lecture. Illustrated with colored motion pictures of the Fournet- 
Tuller Impression Technique. “Stationary Impression Technique 
for Full Dentures.”— Charles Shepard Tuller, D.D.S., New 
Orleans, La. 


NINTH DISTRICT 
District Editor . . . . Dr. Fred M. Holstein 


WoMan’s AUXILIARY TO THE ERIE County DENTAL SOCIETY 


The monthly meeting of the Woman’s Auxiliary to the Erie County 
Dental Society was held on February 9, 1940, in the home of Dr. and Mrs. 
R. G. Merriman, 217 Shawnee Drive. At the business meeting, which was 
conducted by Mrs. J. B. Arrowsmith, President, the following committee 
chairmen reported: Mrs. E. F. Baker, Entertainment; Mrs. W. F. Wade, 
Membership ; Mrs. E. J. Long, Constitution and By-Laws; Mrs. D. S. Ster- 
rett, Ways and Means. 

Following these reports a discussion was held with regard to the next 
project to be undertaken by the Auxiliary in the field of child welfare. No 
definite plans were made but members were appointed to investigate certain 
phases of the program. 

After the adjournment of the business meeting, two travelogues were 
presented—one by Mr. F. Dawson Bliley, and the other by Mrs. P. G. 
Daubenspeck, a member of the Auxiliary. 

Tea was served by the following committee : Mrs. T. P. Mellor, Chair- 
man; Mrs. J. B. Arrowsmith, Mrs. E. F. Baker, Mrs. H. A. Baker, Mrs. 
M. R. O’Leary, Mrs. L. J. Voelker. Presiding at the tea table were Mrs. 


M. and Mrs. O. M. Morrell. 
J. M. Horner and Mrs. O. M. Morrell Auice D. Davis, Sec’y 
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Erie County 


The February meeting of the Erie County Dental Society was held 
Thursday, February 8, 1940, at the Shrine Club, Erie, Pa. 

We were exceptionally fortunate in securing an internationally-known 
man for this meeting in the person of Dr. Karl W. Knapp of New York 
City. Dr. Knapp is in great demand both in this country and in foreign 
countries. 

The first part of the meeting was devoted to lantern slides pertaining 
to paralleling of abutments for bridges and other questions pertaining to 
bridge work. The remainder of the meeting was taken up with a table clinic 
on a new and accurate method of taking impressions for inlays, using a 
collodial material for the impression as well as showing the complete 
method of construction of inlays from cavity to finished inlay. 

W. W. Ramsey, Sec’y 


CRAWFORD COUNTY 

The Crawford County Dental Society held a meeting Tuesday eve- 
ning, January 30, 1940, following our dinner at 6:30 P. M. We met at our 
usual place, Kepler Hotel, Meadville. 

A new member, Dr. A. L. Notaro of Meadville, was voted into our 
County Society. He has practiced here several years but only recently 
realized the advantages of being a member. 

Lawrence Hamilton of the Internal Revenue office of this District 
spoke to us on Income Tax returns and Social Security laws. B. J. Keenan, 
manager of Socia! Security Board of Erie, also spoke on the same subject. 

Dr. C. W. Skinner, chief anesthetist of Meadville City Hospital, gave 
us a very interesting talk on “Anesthesia.” 

Completing our program a Mr. Fortune of Pittsburgh spoke on the 
Hospitalization Plan being used here in our two hospitals. 

H. H. DeGRance, Sec’y 


MERCER AND LAWRENCE CouNTy DENTAL SOCIETIES 
There was a joint meeting of the Mercer and Lawrence County Den- 
tal Societies held on Tuesday evening, February 27th at the Castleton 
Hotel, New Castle. Dr. Herbert Ely Williams of Red Bank was the speaker. 
The wives, lady friends and assistants of the members were also present 
for the dinner and meeting. 


: GeorGce R. Eaton, Sec’y 
VENANGO COUNTY 

The Venango County Dental Society held its monthly meeting and din- 
ner at the City Hotel in Oil City on the evening of February 6th. 
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Y ours’ is a mighty im- 
portant profession ... 


We are proud of our 
record of service ... 
that has partially aid- 
ed you in maintaining 
your high standards. 





Our own invention “The Beacon Electro: 


Matic Porcelain Furnace’ enables us to treat 


PORCELAIN with the exactness it requires. 











AXELROD-BEACON DENTAL LABS. Inc. 


Medical Arts Building Philadelphia, Pa. 
PHONE: RiTtenhouse 1776 





























THE PENNSYLVANIA 





Movies of the Fournet-Tuller Technique were shown and comments 
were read by the secretary of the society. The machine and operator were 
furnished by the Pennzoil Company. 

Those present at the meeting were: Drs. D. V. Urey, G. V. Kohlman, 
H. D. Conn, W. A. Kann, J. H. Foquet, G. N. Fry, H. H. McMullen, Ross 
Porter, E. T. Hernblom, C. T. Kerr, A. J. Rosinski, W. M. McAndrews, 
and R L. DeShong of Oil City, and Drs. M. M. Spencer, T. A. Eshelman, 
Roy Smith, L. G. Manwaring, and J. W. Bailey of Franklin. Also attend- 
ing the meeting were Mr. George Krug and Technicians H. O. Nagle, C. L. 


R sand Walter S , . , 
Rogers and Walter Sumner R. L. DeSuonc, Sec’y 














NECROLOGY 





|| AYRES, DR. ROBERT, Pittsburgh Univ. of Pitt. 


Dr. Ayres who practiced in Mt. Washington for 32 years, 
died January 16th in his home, 328 Bailey Avenue, Pitts- 
burgh. 

Born in England, Dr. Bailey attended public school here 
and received his dental degree from the University of Pitts- 
burgh. 

His wife, father, thrée daughters and a sister survive him. 


BRYANT, CARRIE KIRK, Philadelphia B. S. Penn 1907 


The second daughter of Dr. Edw. C. Kirk, late dean of the 
School of Dentistry, University of Pennsylvania, Mrs. Bryant 
was at first instructor and in 1926 appointed Assistant Pro- 
fessor of Bacteriology. Hundreds of graduates of the dental 
school will remember her interest and diligence and her 
sympathy, patience and never-failing good will. 

She was the author of several monographs, alone and in 
collaboration with other workers, and a co-author with Dr. 
Appleton of a “Laboratory Guide in Bacteriology, particu- 
larly for students in dentistry,” published by Lea and Febi- 
ger in 1928. 

As chairman of the Research Committee of the school from 
1932 to 1937, her reports were a model of their kind and 
contributed largely to the development of interest in re- 
search in this school—teachers, undergraduates and alumni. 
Mrs. Bryant was at the time of her death, a member of the 
American Association for the Advancement of Science, So- 
ciety of American Bacteriologists, International Association 
for Dental Research, and the Society of the Sigma Xi. 
When she died unexpectedly and peacefully on December 
19th, she had progressed far in the preparation of a mono- 
graph on the effects of oral infection on the blood picture 


DeLOZIER, DR. E. J., Pitcairn. Univ. of Pitt., 1909 
Dr. DeLozier died January 30th of pneumonia after a two 
weeks illness. 


Dr. DeLozier was a member of the football teams of 1907, 
1908 and 1909. 
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STATE DENTAL JOURNAL 





EVANS, DR. JOHN, Scranton 1904 


Dr. Evans died February 5th in the Hahnemann Hospital. 
He was an active and devoted member of the Lackawanna 
County District and state dental societies. 


| FINNEY, DR. HARRY ELDER, New Kensington 

| Pittsburgh Dent. College 
Dr. Finney died January 16th after a two weeks illness of 
| pneumonia. He practiced dentistry in New Kensington 38 
years and was a graduate of the Pittsburgh Dental Col- 
| lege. He was a Mason and a Spanish-American War Vet- 
eran. He was 68 years old. 


He is survived by his widow, a brother, and a sister. 


STOUT, DR. EUGENE E., Lansdale U. of P. 1916 


Dr. Stout died at the Coatesville Veterans Hospital on Janu- 
ary 26th of a heart ailment. 





A First Lieutenant in the Officers Reserve, Dr. Stout was 
stationed at Camp Lee during the World War. He was a star 
half miler at Penn and after starting practice, coached high 
school and independent basketball teams. 


He was practicing dentistry in Lansdale when he suffered 
a breakdown in 1934. He was a Trustee of the Lansdale 
Methodist Church. 


Dr. Stout is survived by his widow. 








PROFESSIONAL 
PROTECTION 


For Sale, separately or as a 
whole, my branch office outfit. 
Everything in excellent condition. 
Address care of the Journal. 





THE 
MEDICAL PROTECTIVE 


COMPANY 
OF FORT WAYNE, INDIANA 


WHEATON, ILLINOIS 
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ee offers you an all-around, all-inclusive laboratory service. 


Over a long period of years we have studiously acquired the knowl- 
edge and skill that assures successful restorations. We have added to 
our scientific equipment, enlarged our quarters, augmented our staff of 
trained technicians many times to provide you with a complete restora- 
tive service. Here you can depend upon quality work in every section 
of prosthetics. Full dentures with the new acrylics and vulcanite. Par- 
tials of gold and Vitallium. Porcelain jackets and Ceramic bridges. 
Reliable orthodontic appliances. Whatever it is, we are prepared to 
serve you intelligently, instantly, inexpensively. 


Climax Dental Supply Company 
Medical Arts Bldg., Philadelphia, Penna. 
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